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Rvbnclyilncese, 


e THERE I$ NO SUBSTITUTE 
FOR THE PROTECTION OF A 
GF STEEL TRANSFER FILE 


FORM SFE647 


I{ you value your transferred records for the business 
possibilities they contain, you cannot afford to give 
them less protection than that afforded by a GF Steel 
Transfer File. 


GF Transfer Files are dust proof—channel reinforced 
—and so constructed that the combined load of a 
stack of cases is carried directly down to the floor 
through the reinforcing members—not through the case 
or drawer sides—thus preventing distortion and insur- 
ing freely closing and opening drawers. 


Transfer cases made of flimsy materials that cannot 
combat the common hazards of dust, dampness, ro- 
dents and insects should be avoided in favor of steel. 
Why take chances when complete and permanent 
protection costs so little? 


FOR PERMANENT PROTECTION ____ 


Letter Size 
No. 2 TL-2 
Single Drawer Transfer Case 


Cap Size 
No. 2 TC-2 
Single Drawer Transfer Case 


EQUIPPED WITH ROLLERS FOR 
EASY DRAWER ACTION 

To odd to the freedom 
with which the drcew- 
ers open and close. 
steel] rollers are pro- 
vided. These rollers 
cre mounted in pairs 


rollers to ecch 


—‘our 


One pair of rollers is 
mounted in the case 
bottom and the othe: 
at the top rear of the 
drawer. Thus each 
drawer has a four- 
point roller bearing. 
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